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Articles in this index are arranged alphabetically according 
to subjects. This is not an index of titles. Each article is 
indexed under the general subject which the article treats. 
For example, if the article deals with generator testing it 
will be indexed under tests, if it treats industrial wiring it 
will be indexed under wiring, etc. 


Associations, Societies and Governmental Agencies — 
Major news items and articles relating to this group are in- 
dexed under the individual organization name. 

Court Decisions and Suits— Major items are indexed 
under the name of the company involved. 

Public Utilities — Articles dealing with individual power 
companies and with their related activities are indexed al- 
phabetically under the company name and not, as formerly, 
under the heading Public Utilities. 


Rural Electrification — All articles dealing with various 


phases of supplying service to rural areas are indexed under 
this subject head. 
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cross-referenced to facilitate location of articles without ex- 
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Rate changes. 
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Steam Stations and Developments, Hydro Plants and 
Developments — Articles about generating stations are list- 
ed under one or the other of these heads, according to the 
type of station. 


Related articles have been grouped under such headings as: 


Appliances — All articles dealing with ranges, water heat- 
ers, ironers, etc., are indexed under appliances, rather than 
under the type of appliance discussed. 


Following the main index is an index of authors of signed 
articles. In this index the exact title is listed. 
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Bonneville permits land condemna- 
tion (N) 
Bonneville power distribution for Ore- 
gon power districts proposed again 
cee andevedaoeeécan db cemewnswe dane 177 
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Highway lighting sold with ‘the “heip 
of accident records. W. P. Bear. 
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Lincoln Capitol building lighted (N). 526 
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Miniature lamp for meter repairing. .1608 
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Power plant lighting. D. H. Tuck. .*1594 
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Rural home lighting increased at low 
cost in New York State. = UR. 
TORRE po nwanns 6825 ss0s on aseca see 304 
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Circuit breaker tanks handled by mo- 
We MCD. ON on occ seks vanacwalce *728 
Crushed stone plant makes effective 
use of electric power for drive and 


UNENOE. nn cc Va Cees a dvesescees ehnne 709 
Electrode feed provided with doubie 
on tunel on. CE CC ee *1330 
Fanless motors cooied by chimney 
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Plattsburg, N. Y. plant restrained 
Mt NE, NOT 6:6 26nd CR aeons 591 
San Francisco asks new hearing in 
Se SAP besncestaweeun $iniskacene Se 





ASR IM Deen e 


Sa Laat Ma 


tS ie 


aes 











July—December, 1938 


San Francisco to be forced into mu- 
nicipal ownership by withholding 
PWA funds (N) 105; (Ed).........- 169 

Seaford, Del. case stayed (N)....... 
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